JL-02 (Summary) 
March 1, 1978 


This is information from an entity named Hunts given to the Explorer. 


An electrical engineer who is transitioned provides description to build an energy 
device. 


John Osmir, born 1898, died in 1946 (heart attack). Worked in a power plant in Oregon. 
(~06:00) 

Description of his transition and what he is doing in MARS. 

John sometimes sends ideas about energy devices to people on Earth through their 
dreams. 

John provides some ROTEs about one of these devices to MJ, but as she has no 
engineering background, Bob later suggests to have the physicist (TCA?) to talk to 
John, in a future session (as it should be easier for TCA to interpret the ideas). 
(Between 12:30 — 29:00) 

“How John feels about religion now he is on the other side”? (31:05) 

“Has John change his viewpoint?” John laughs: “Everyone here knows there is a divine 
plan...” (31:40) 

John graduated in 1928, from a “polytechnic” in “O???” (Oregon, maybe) (38:20) 

MJL goes to visit and talk with her guide (40:00) 

Her guide name: “Hunts?” (~44:23) 

He was a doctor interested in brain research and learned more, on the “other side” 
(45:20) 

“Is the current understanding about brain/mind accurate, from Hunts’ point of view?” 
(1:02:50) 


Report by Roberto Nozaki 


